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Yh<» J «*;•;« "facililuM" shall Uio buildings, instanaiioii.'., siruc- 

puhiu: vvui’lsji, equijimmil, nitvrjil’t, vof’.itrls, ami ul.lmr vehicle:; and 


i*/. .vi'iy, «» %\ n i i by «»r roi»::J nudrd or maiMifiic.tun'd .for the purpose oC 
!, ■ i; in llm hVdiM'n I i lovernitu*nl, 

» Tin* Iitiu "air ami walor qualify slaudunbi" aliall mean rrr. [>«•(*.- 
ilo* qunli.y :il:uular«l:t ami minimi plan.*! of lioplmumi 1 ;lI I on, iuclud- 
ii: .'Uiioaiuii r.lamlanls, adopted pursuant lo Uio <Hcan Air Ant., a, r ; amend- 
ed. ..ml Um PVdoral Wal rr I'oltulion Control Act, an amended, or a?; pro- 
:vribmi pursuant (o ;u*eiiou *l(b) of i.bi:; order. 

\*') The term "piwlnriiiu neu aporiricaLioim" Khali moan perimsuiMo 
1 1 jails of (on is.sioas, iiiuehargfo, or uihor values applicable to a particular 
Federal facility iliai. would, an a minimum, provide for conformance with 
air and water quality slumlords as defined herein. 

t'f) 'Die lori.i "United Suites" shall mean the fifty Stales, the District 
of I'oiumhia, (ho CommonwcaUh of Puerto Itico, tho Virgin Islands, ami 
«duam. 

see. UesponsUnHlics. (a) Heads of agencies shall, with regard 
to ad fucTuiTAi Under their jurisdiction: 

li) Mai main review and surveillance. to ensure that tho standards 
not ffirlh in noeiion 4 of this order arc met. on a continuing basis. 

ttS Direct particular alien lion to identifying potential air and water 
quality problems associated with tho use and production of now materials 
a. .c make provisions for thoir proven! ion and control. 

, ;i) Consult with the respective Secretary concerning the best tech- 
niques and methods available for tho protection and enhancement of air 
. wa-cr quality. 

* :) Develop and publish procedures, within six months of the date of 
: order, to ensure that the facilities under thoir jurisdiction are in con- 
.m-mity with this order. In tho preparation of such procedures there 
be timely and appropriate consultation with the respective Secre- 
tary. 

x o) Tho respective Secretary shall provide leadership in implementing 
tuis order, including the provision of technical advice and assistance to 
i.io heads of agencies in connection with thoir duties and responsibilities 
^.ador this order. 

(c) Tho Council on Environmental Quality shall maintain continuing 
review of tho implementation of this order and shall, from time to time, 
report to tho President thereon. 

_.S<..c. 4. .Standards , (a) Hoads of agencies shall ensure that all fa- 
cilities under their jurisdiction are designed, operated, and maintained so . 
as io moot the following requirements: 

(1) Facilities shall conform to air and water quality standards as <le- 
rined in section 2(d) of this order. In those cases where no such air or 
water quality standards are in force for a particular geographical area, 
federal facilities in that area shall conform to tho standards established 
pursuant to subsection (b) of this section. Federal facilities shall also 
conform to Uio performance specifications provided for in this order. 

(2) Actions shall bo taken to avoid or minimize wastes created through 
the complete cycle of operations of each facility. 

(3) The use of municipal or regional waste collection or disposal sys- 
tems shall bo tho preferred, method of disposal of wastes from Federal 
facilities. Whenever use of such a system is not feasible or appropriate, 
the heads of agencies concerned shall take necessary measures for tho 
satisfactory disposal of such wastes, including: 

■ (A) When appropriate, the installation und operation of their own 
waslo treatment and disposal facilities in a manner consistent with this 
section, 

(*i) Tho provision of trained manpower, laboratory and other support- 
ing facilities as appropriate to meet tho requirements of this section. 

(C) Tho establishment of requirements that operators of Federal 
pollution control facilities mcot levels of proficiency consistent with tho 

57 



Approved For Release 2000/09/14 : CIA-RDP86-01019R000200020026-4 



Approved For : CIA-RDP86-01019R000200020026-4 


•oKi.’b’.u ion roquiremon l:; of the Stale in which the facility is 
.. . in iJ’.o abivuro of such Slate requirements the roiipocUvr Soo- 
\ issue guidelines, per; ai u i n;v to operator qualification# and per- 

for ihe use of heads of ue.eneles. 

. use. siorage. ami handling of all materials, including hut not 

■;• >] 1 1 | finds. ashes, pelmh'um prod nets, and nlher e.liemie.al and 
. . a* agenm. shall ho carried out so an In avoid or minimize the poa- 

.ur Wiilrr and air pollulion. Wlion appropriate, proven Live 
.. - luill ho taken lo on l rap spillage or discharge or otherwise to 
:• .video i a i pollulion. Kao 1 1 agency, in coiuaillallou with tho ro- 
-Veiviarv, shall establish appropriato emergency plan# and pro- 
,iV. .\u* dealing willi arcidenlnl pollulion. 

\\ v,: \v;r.;io shall he disposed of or discharged in such a manner as 
■•i.U. ia ihe pnllul ion of ground water which would endanger tho 
welfare of l ho* public. 

.di a re, vs of radioselivil y :d tall he in accordance with tho appli- 
;.;i;idrn!i, or requirenuMiis of (he Atomic. Energy Commis- 
. uii'n the policies and guidance of ihe 1'Vdural iiadiafioii Council 
vd in ihe KKOMUA h JM'UitSTEli. 

; , , hone rarer, whore (here are no air or waier qualify , standards as 

■ ... soei.ioa :ivdl of (his order in force for a particular geographic 
.. i eases where more slringenl. requiromonls are doomed 
for Federal facilities, the respective Secretary, in consultation 
Mpria.e Federal. 1 Slate, infers fate, and local agencies, may issuo 

. r est a dishing air or water qualify standards for the purpose of 

* ■ including relnied schedules for implementation. 

heads of agencies, in consultation with the respective Sccrc- 
, . • from Kmo to time identify facilities or uses thereof which arc 
.-.pied, including temporary reliof, from provisions of this order 
•rest of national securiLy or in extraordinary cases where it is 
omd; .merest. Such exemptions shall bo reviewed periodically 
•.-poetix e Secretary and tho heads of tho agencies concerned. A 
.. j u oxea.pii.ons granted shall bo submitted to the Council on Eu- 

* .. :i;al t^aaliiy periodically. 

. •>. JVocedhnvs for abatement of air and water pollution at existing 
. ;.u*i!hhr.u (a) Actions necessary to moot tho requirements of 
. (a) ( I. ) and (b) of section 4 of this order pertaining to air 

... V pollution at existing facilities are to be completed or under way 
... . man December 31, 1972. In cases whore an enforcement con- 
!!cd pursuant to law or air and water quality standards require 

• m. .unions, the earlier date* shall bo applicable. 

ini u. order to ensure full compliance with the requirements of sec- 
. /. and to facilitate budgeting for necessary corrective and preven- 
measures, heads of agencies shall present to the Director of the Bu- 
...a of the Budget by June 30, 197 0, a plan to provide for such improve- 
. .. .-i m may be necessary to meet the required date. Subsequent revi- 
on.. a. -V.cd to keep any such plan up-to-date shall bo promptly submitted 
.. . Director of tho Bureau of the Budget. 

'c> il.-adfi of agencies shall notify the respective Secretary as to tho 
. mv... ...co specifications proposed for each facility to meet tho require- 
i.;.:. of subsections 4(a) (1) and (b) of this order. Where tho rcspcc- 
v»* Seer ;ary finds that such performance specifications are not adequate 
mom. :u.eh requirements, he shall consult with the agency head and the 
\.U:v shah thereupon develop adequate performance specifications. 

(d) Ah ma.y he found necessary, heads of agencies may submit requests 
in.'. Dir *c:or of tho Bureau of tho Budget for extensions of time for a 
•■oecL bvyoud she time specified in section 5(a). The Director, in con- 
ilLmioji with the respective Secretary, may approve such requests if the 
A ;v:r.r tb-oms ..hat such project is not technically feasible or immediato- 
r ::.i-'y to moot the requirements of subsections 4(a) and .(b) . Full 
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